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Background The elasticity of the back skin of the rat reduced the tension around wounds 
during the wound healing process in that region, and thus activates wound contraction. The 
authors proposed two skin fixation methods using readily available materials to decrease the 
influence of wound contraction on wound healing and designed an experiment to determine 
their effects. 

Methods The authors made 36 skin wounds on the backs of 18 rats, and they divided them 
into three groups. Each group was treated with three different kinds of dressing materials, 
each with different skin fixing characteristics. Group A was a control group. Group B and 
group C were dressed by the first and the second skin fixation method. We measured the areas 
of the wounds post-surgically and calculated the wound area reduction rates. 
Results The two skin fixation methods both reduced the effect of wound contraction 
compared to the control group. Each of the two methods had different outcomes in reducing 
wound contraction. 

inclusions The experiment demonstrated significant differences among the wound areas 
and the wound area reduction rates of the three groups as a result of differences in the 
degree of wound contraction. To obtain accurate results from wound healing experiments, 
appropriate skin fixation methods must be adopted. 
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INTRODUCTION 

In general, the wound healing process can be classified into three 
different phases: the inflammatory phase, proliferative phase, 
and remodeling phase. This process is a series of complicated 
reactions and interactions among cells and mediators, which can 
be affected by various factors [l]. Among these, the proliferative 
phase is characterized by fibroplasia, granulation, contraction, 
and epithelialization. Contraction is the process in which the 



surrounding skin is pulled circumferentially toward an open 
wound, which reduces the wound without forming new tissues, 
speeds up the wound healing, and minimizes scar formation. 

Rats are one of the experimental animals that are widely used 
for wound healing experiments, so a number of such studies 
have been published. Most rat wound healing experiments use 
the back skin of the rats since the panniculus carnosus located 
under the subcutaneous fat is loosely combined with the deeper 
muscle layer. Such characteristics of the back skin of rats reduce 
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the tension around wounds in the wound healing process, and 
thus activate wound contraction [2]. Since minimizing the influ- 
ence of wound contraction by fixing the skin is essential to obtain 
accurate experimental results, various skin fixation methods have 
been designed, based on which a variety of experiments have 
been conducted [3-6]. Most of these experiments, however, have 
not compared skin fixation methods, and adopted experimental 
materials that are not widely available, which made it difficult 
for other researchers to apply the methods in their experiments. 
Therefore, the authors present two skin fixation methods that 
can reduce the effects of wound contraction by means of read- 
ily available materials, and that, in comparison with the control 
group, reduce the influence of wound contraction. 

METHODS 

Experimental materials 
Experimental animals 

For the experimental animals, 8-week-old, male, white Sprague- 
Dawleyrats of 250 to 300 g on average were used (18 rats). The 
experiment began after an adjustment period of more than a 
week in which they were fed with semi-synthetic feed in the lab. 

Skin fixation materials 

For this experiment, Tegaderm (3M, St. Paul, MN, USA), Duo- 
derm CGF (ConvaTec, a division of ER Squibb & Sons, Princ- 
eton, NJ, USA), and adhesive polyvinyl chloride film were used. 
Since Tegaderm is very thin, it might protect the wound from the 
surroundings, but it could not fix the skin due to its elasticity. Duo- 
derm CGF is thick and adhesive enough to fix the skin to some 
extent, but the adhesion might weaken over time or the adhered 
section could be softened or deformed due to exudate, humid- 
ity, temperature, and so forth. Adhesive polyvinyl chloride film 
is made of polyvinyl chloride, and is colorless, transparent, and 
0.15 mm thick, which is likely to bend but hardly wrinkle. This is a 
laminating paper available in office supply stores. Since it is not too 
adhesive to hold the skin tightly, the shape is not easily deformed 
due to surrounding conditions and it has good durability. 

Skin fixation methods 

The authors suggest the following two skin fixation methods by 
means of the skin fixation materials that are relatively common 
and readily available. The first method is as follows: Duoderm 
CGF, which has the ability to fix the skin, is attached to the area 
surrounding the wound, and the Duoderm CGF is covered with 
a second layer, of Tegaderm. Then Tegaderm, Duoderm CGF, 
and the back skin of the rats are sutured by means of stitching 
fibers. This way, the wound is protected from the outside and 



the skin is fixed. In particular, the fixation by using stitching 
fibers was expected to prevent the Duoderm CGF from falling 
off or becoming somewhat deformed. The second method is as 
follows: as in the first method, the Duoderm CGF is attached 
to the skin around the wound, and then it is covered by adhe- 
sive polyvinyl chloride film instead of Tegaderm, the latter of 
which has no ability to fix the skin. Then the adhesive polyvinyl 
chloride film, Duoderm CGF, and the back skin of the rats are 
sutured by means of stitching fibers. Since this method is made 
of stronger materials, it causes less deformation than in the first 
method, and better skin fixation performance was expected. 

Experimental methods 
Wound induction and treatment 

Twenty mg/kg of 5% ketamine hydrochloride (Ketamine HCL, 
Huons, Seoul, Korea) and 2 mg/kg of xylazine hydrochloride 
(Rompun, Bayer Korea, Seoul, Korea) were mixed and injected 
into the abdominal cavity to put the rats under anesthesia and 
then the fur on the back skin was removed. The back was then 
disinfected with 10% povidone-iodine and 70% ethanol. One 
square-shaped wound (10 x 10 mm) was made in each side of 
the back, and the full-thickness skin defect was made up to the 
top of panniculus carnosus by means of a number 15 scalpel and 
Metzenbaum tissue scissors (Fig. l). Thirty-six wounds were cut 
into 18 white rats, and two wounds from one rat were assigned 
to two different groups. As a result, three different groups-A, B, 
and C-were formed, each containing 12 wounds. Among these, 
group A was designated as the control group and covered with 
Tegaderm alone, which could protect wounds but had little abil- 
ity to fix the skin. To group B, the first skin fixation method was 
applied. With the central part cut out in a square shape (15 x 15 
mm), Duoderm CGF was put around the wound spanning the 
same area, covered with Tegaderm, and then fixed at 8 points 



Fig. 1. Photographs of a rat 



After the dorsal hair was removed, two full-thickness skin wounds 
were made on the back of each rat. 
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with nylon 7-0. To group C, the second skin fixation method 
was applied. As in group B, Duoderm CGF was attached, but 
this time it was covered with an adhesive polyvinyl chloride 
film, and then fixed with nylon 7-0 (Fig. 2). 

For all rats, the dressed wounds were wrapped three times in 
Peha-Haft (Paul Hartmann AG, Heidenheim, Germany) regard- 
less of the skin fixation method, and then wrapped again twice 
with Ioban (3M). This way, any possible damage to the experi- 
mental material was prevented, and excessive movement of the 
rats was also controlled to restrict wound contraction and thus 
minimize errors. One breeding cage was designated for each rat 
so as to prevent the dressing from being damaged by other rats. 

Wound area and wound area reduction rate measurements 
On the 3rd, 6th, 9th, and 12th days of the experiment, the size 
of the skin defect on the wound areas was photographed by 
means of a digital camera with the same camera settings and 
under the same conditions each time. Then the borders of the 
skin defect in the pictures were marked, and then the number 
of pixels within the bordered area was measured to calculate 
the wound area by using Photoshop CS5 software (Adobe, San 
Jose, CA, USA). Based on the measured wound area, the wound 
area reduction rate was calculated by means of the following ex- 
pression. 

former size of the wound- current size of the wound 



former size of the wound 



xlOO 



Statistical analysis 

Based on the results of each group, the wound areas of each 
group on each date and the statistical differences in the wound 
area reduction rates were analyzed by one-way ANOVA and 
multiple comparison using SPSS ver. 14.0 (SPSS Inc., Chicago, 



Fig. 2. Three different kinds of skin fixation methods 



IL, USA). In a multiple comparison, the group that satisfied the 
requirement in terms of equal variance was analyzed by means of 
Tukey's method while the others were analyzed using the Dun- 
nett T3 method. When P was less than 0.05, it was regarded as 
statistically significant. 

RESULTS 
Wound area 

The average wound area and standard deviation on each date for 
each group in this experiment are presented in Table 1. Three 



Table 1. Statistical analysis of means of the wound areas in 
group A, group B, and group C in each day 




Group 




Meant standard deviation 
(cm 2 ) 


P-value 


Operative day 
Group A 
Group B 
Group C 


0.968 + 0.147 
0.945 + 0.070 
0.992 + 0.138 




3rd day 
Group A 
Group B 
Group C 




0.369 + 0.059 
0.453 + 0.091 
0.526 + 0.135 


0.045 a) 
0.346 


6th day 
Group A 
Group B 
Group C 




0.168 + 0.043 
0.236 + 0.061 
0.344 + 0.119 


0.013" 
0.037" 


9th day 
Group A 
Group B 
Group C 




0.077 + 0.041 
0.122 + 0.036 
0.207 + 0.076 


0.120 
0.001" 


12th day 
Group A 
Group B 
Group C 




0.035 + 0.030 
0.059 + 0.019 
0.122 + 0.053 


0.075 
0.005" 


a| P<0.05. 



Photographs of the wounds that were each dressed by one of three different skin fixation methods. (A) Group A was dressed by Tegaderm alone. (B) 
Group B was dressed by Duoderm CGF, Tegaderm, and nylon 7-0. (C) Group C was dressed by Duoderm CGF, adhesive polyvinyl chloride film, and 
nylon 7-0. 
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Fig. 3. Wound area reduction rates in each periods 



Averages and standard deviations of the wound area reduction rates 
by the three different skin fixation methods in each period. After 
the wound was made, for days 0-3, days 3-6, and days 6-9, group 
A had the higher wound area reduction rate than group C (P<0.05) 
in all cases, and there was no difference between groups A and B, 
or between groups B and C (P>0.05). On days 9-12, there was no 
difference among groups A, B, and C (P>0.05). 



100.000 



□ Group A 




□ Group B 



Group C 



0.000 



0-3 



3-6 6-9 

Time (day) 



9-12 



days after the wound was made, the area of group A was smaller 
than those of groups B and C (P < 0.05), while there was little 
difference between group B and group C (P = 0.346). On the 
6th day the wound area of group A was smaller than that of 
group B (P = 0.013), while that of group B was smaller than that 
of group C (P = 0.037). In short, the size of wounds was in the 
order of group A, group B, and group C from smallest to largest. 
On the 9th day, the wound of group C was bigger than those of 
group A and group B (P < 0.05), while there was no significant 
difference between group A and group B (P = 0.120). On the 
12th day, as on the 9th day, the wound area of group C was big- 
ger than those of group A and group B (P < 0.05), while there 
was no difference between group A and group B (P = 0.075). 

The wound area reduction rate 

The average and the standard deviation of the wound area re- 
duction rate in each period and in each group are presented in 
Fig. 3. After the wound was made, for days 0-3, days 3-6, and 
days 6-9, group A had a higher wound area reduction rate than 
group C (P < 0.05) in all cases, and there was no difference be- 
tween groups A and B, or between groups B and C (P > 0.05). 
On days 9-12, there was no difference among groups A, B, and 
C(P>0.05). 

DISCUSSION 

In wound healing, a wound closure takes place through the 
formation of a scar as a result of accumulation of substrates that 



have properties similar to those of the dermis at the damaged 
skin, which contributes to recovering the continuity of the skin. 
In this process, wound contraction by the surrounding dermis 
and fat tissues plays an important role [7]. It is known that 
wound contraction results from the pulling of dermis and fat tis- 
sues as collagen fibrils are concentrated with cells such as fibro- 
blasts, become collagen fibers, and again become granuloma tis- 
sue, which reduces the volume [7,8]. Unlike the human wound 
healing process, experimental animals such as rats experience 
less tension of the skin pulling around the wound due to looser 
skin. Thus, active wound contraction, as in this experiment, plays 
an important role in healing [9]. In this experiment, it turned 
out that the progress of wound healing was slow in the groups in 
which adhesive polyvinyl chloride film or Duoderm CGF was 
used to fix the loose skin and to stabilize the skin tension. 

It has been demonstrated in a number of studies that as above, 
the fixation of skin around a wound could affect the wound 
healing rate because of the decreased influence of contraction in 
the process of wound healing. Green et al. [10] and Ehrlich and 
Needle [2] reported difference in the duration of wound healing 
in mice with a tight-skin mutation compared with normal rats. 

Engin et al. [ 1 1 ] found that removing nerves around the wound 
reduces the wound contraction and thus slows down the wound 
healing. In a rat wound healing experiment, therefore, fixing the 
skin around the wound could be of great importance, and thus 
various skin fixation methods have been designed to this effect. 
Korula et al. [3], for example, attempted to prevent wound con- 
traction by means of adherent splints, while Callaghan et al. [4] 
and Lin et al. [5] sutured wounds with nylon on a silicone splint. 
Lindenblatt et al. [6] used a titanium splint to reduce errors 
due to wound contraction. However, most such methods did 
not show a reduction in wound contraction relative to a control 
group. Further, these methods were designed with materials that 
are not readily available to other researchers. Thus, the authors 
designed a new method for reducing the effect of wound con- 
traction simply and economically, and conducted an experiment 
to compare this method with a control group to demonstrate 
that of the method could reduce wound contraction. 

In this experiment, the authors attached Duoderm CGF 
(15x15 mm) over the 10 x 10 mm wound in group B in order 
to stabilize the tension of the area around the wounded skin. In 
group C, 15 x 15 mm Duoderm CGF was also attached to the 
wound, but then an adhesive polyvinyl chloride film was applied 
over it in order to provide stronger force than that applied to 
group B to further reduce any error arising from wound contrac- 
tion. The 2.5 mm wide gap between the borders of the wound 
and Duoderm CGF served to fix the skin around the wound and 
minimize the effect of the Duoderm CGF at the same time. Fur- 
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ther, Peha-Haft and Ioban were also used to prevent the dressing 
materials from being damaged or lost. Also, when the authors 
took photographs or handled the rats, inhalation anesthesia by 
means of isoflurane was used. Furthermore, the initially attached 
dressing material was kept unchanged in order to minimize the 
effect of unexpected factors that might take place while handling 
the rats, and also to maintain the humidity [12,13]. Thus the 
number of variables that could affect the results of the experi- 
ment was reduced as much as possible and wound healing could 
proceed undeterred. 

Among the dressing materials used in this experiment, Tega- 
derm is made of polyurethane, which protects the wound from 
external conditions and prevents microorganisms from pen- 
etrating. In addition, its adhesive makes it easy to apply to the 
skin. Duoderm CGF is a dressing material that contains hydro- 
colloid. It is known that this material can absorb wound exudate; 
maintain the humidity, which helps the wounded skin recover; 
and remove foreign substances and necrotic tissue. In addition, 
as Duoderm CGF adheres well to the skin around a wound, the 
wounded area could be completely isolated from the external 
environment, and no dead space exists between the wound and 
dressing, which limits the reproduction of microorganisms. 
Thus, in this experiment, the authors used this material because 
it is a more rigid material with adherence than Tegaderm. 

As for the adhesive polyvinyl chloride film, laminating films 
that are available in regular office supply stores were used. Al- 
though this film is not a dressing material, it was used in this 
experiment to fix the skin with sufficient force. Polyvinyl chlo- 
ride, which is a component of adhesive polyvinyl chloride film, 
softens at 65°C or higher and is stable in the solid state at room 
temperature, and the flexibility may change depending on the 
plasticizer. This material is utilized for various products such as 
film, toys, food containers, and so forth. In this experiment, the 
authors used this material because it is the most rigid among 
these three kinds of materials. 

In this experiment, it can be said that the skin-fixing strength is 
in the order of group A, group B, and group C. As a result of the 
experiment, it turned out that the skin-fixing force affects the 
area of the wounded skin and wound area reduction rate, which 
indicates that preventing wound contraction could result in a 
significant decrease in the wound healing speed. Meanwhile, be- 
tween B and C, a difference in the area of the wounded skin was 
observed, which shows that the group C approach better pre- 
vented wound contraction in the wound healing process than 
that of group B. Hence, it would be most desirable to fix the skin 
with a material that is durable enough to prevent deformation 
during the period of experimentation, as in the case of group C. 
This experiment shows that the results of rat wound healing ex- 



periemnts might not be reliable unless the back skin of the rats 
is properly fixed during wound healing using an adequate skin 
fixation method to prevent wound contraction from influencing 
wound size. 

However, the effect of the dressing materials, that is, the Tega- 
derm, Duoderm CGF, and adhesive polyvinyl chloride film, on 
the wound was not taken into consideration. Nor was the effect 
of the pressure by the Peha-Haft and Ioban considered in this 
study, which could be important variables as well. It is thought, 
therefore, that additional studies on these factors should be per- 
formed. In addition, the method that the authors designed basi- 
cally fixes the dressing materials on the back skin of rats by using 
suturing fibers, which cannot be applied to experiments where 
the wound should be regularly opened and sterilized. 

For the wound healing experiment, the authors used materials 
that are commonly available in one of two proposed methods 
of fixing the skin around the wound in order to reduce the effect 
of wound contraction. The wound healing experiment was con- 
ducted by means of experimental rats, and it turned out that the 
two skin fixation methods reduced the effect of wound contrac- 
tion compared to the control group in which only Tegaderm was 
used to cover the wound. In addition, of the two methods, the 
group with Duoderm CGF and an adhesive polyvinyl chloride 
film reduced the effect of wound contraction better than in the 
group with Duoderm CGF and Tegaderm. It is expected, there- 
fore, that the skin fixation method that the authors presented 
could be applied to other researchers' wound healing experi- 
ments as a skin fixation method: for example, experiments on 
wound healing regulators, growth factors, and inflammatory me- 
diators, and those comparing products that support the wound 
healing process. 

The present study could also function as a reference in the de- 
sign of future studies evaluating skin fixation methods by means 
of other materials. 
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